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0, FOREWORD 

C«l This Indian Standard was adopted by the Xndian Standards Institution 
on 1 December 1978, after the draft finalized by the Industrial Safety 
Advisory Committee had been approved by the Executive Committee. 

0.2 This standard is intended for use in industries by safety officers, 
purchasing agents, plant managers, foremen and other supervisors 
charged with the responsibility of proper selection, maintenance, use and 
repair of personal protective safety clothing. 

0*3 Specifications and materials in safety clothing like aprons, hand gloves, 
etc, vary considerably; therefore it is very important that advice of the 
manufacturer be taken and instructions followed for the use and care of 
such clothing. 

0,3«1 In this standard reference to cleaning and repair of safety clothings 
appears in many clauses. It is important that after any repair or cleaning, 
the clothing shall be tested for serviceability before being put. into service. 

0.4 When safety clothing are repaired, it is necessary that the base material 
as'well as accessories used are of the same quality and characteristics as used 
in the fabrication of the original clothing. 

©•5 In the preparation of this standard, assistance has been derived frcm 
the Safety Practices Pamphlet No. 106 ^Conservation of personal protective 
equipment', published by National Safety Council, Chicago, which is 
gratefully acknowledged. 



!• SCOPE 

l.l This standard lays down recommended practices in maintenance and 
care of industrial safety clothing, 

2e LEATHER CLOTHING 

2»1 Keep water, oils and acids away from leather goods as much as possible/ 
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2«2 Wash the leather goods with saddle soap and dry in shade because it 
is not practicable to sterilize leather clothing. 

2.3 If the wearer is not exposed to splashes of molten metal, the clothing 
may be repaired by patching with pieces of leather or by sewing the tear. 

3. ASBESTOS tSLOXHING 

3*1 Wash asbestos gloves in warm soap "water. 

3.2 Asbestos suits shall be dry-cleaned to avoid excessive shrinlcage* 

3.3 Store the clothing so that asbestos fibres are not torn or abashed in 
handling. 

3*4 Remove splashes of molten inctal by cutti^ with ^ iharp 

Icnife so as to damage the asbestos fibres as littk as possible. 

3.5 Garments ma.y be patched or sewn as and when necessary, 

4. lELAMEJPROOFED f ABKIGS 

4.1 Flame^prooifed garments are usually made from cotton impregnated 
with flame resistant chemical solutions. The recommendations of tlie 
manufacturer shall be followed if the ori^nal flame resistant quali??3 of 
the garments are to be retained. 

4.2 As and when necessary, dcariing of garments shaiU be done if paints, 
oils or grease of flammable nature get on the garment. 

4.3 After dry<leaning, garments shall be tested for serviceability in respect 
of flame resistant properties. 

4.4 If repaired or cleaned clothinj^ require chemical treatment to restore 
serviceability, such treatment work shall be done as recommended by the 
manufacturer, or as given in Appendix A. 

5. CHEMICAL RESISTANT CLOTHING 

5.1 For protection against acids, caustics, solvents and similar materials 
fabrics impregnated or coated wiUi plastics are used for garments. 

5«2 Consult the manufacturer on the care and cleaning precautions 
necessary for these special garments, and follow his recommendations. 

5.3 Protect these garments from excessive heat and mechanical damage. 

5.4 When harmful material gets on the garments, wash it off carefully. 
5«S Use warm soapy water for cleaning. 

5.6 Never use compounds that may affect the impregnated or coated 
material. 
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5.7 Glean the garment thoroughly before storing and avoid unnecessary 
folding or creasing in storage* 

6. RUBBER CLOTHING 

6«1 Keep oil, grease and solvents away from rubber gloves, rubber boots^ 
aprons, acid hoods and linemen's equipment. 

6.2 Protect rubber equipment from excessive heat and mechanical damage. 

6*3 When not in use, avoid exposing to direct sunlight. 

6«4 Store and use such equipment so that it does not get cut, torn, 
scratched or worn by abrasive action. Avoid crushing or creasing it. 

6*5 Wash and dry thoroughly before storing it; warm air drying should be 
used when possible. 

€•6 Use talc powder for inside of the glpvcs to avoid sticking to the hands, 

6.7 Avoid undue stretching when in use. 

6*8 Be sure rubber equipment used in electrical work is thoroughly 
inspected and given approval tests before it is used. 

6.9 Where the job permits, for protection of rubber gloves or aprons wear 
heavy work gloves or aprons over them. 



APPENDIX A 

( Clause 4.4 ) 

PROCEDURE FOR FLAME-PROOFING TREATMENT 
OF CLOTHING 

A-l. PREPARATION OF PROOFING SOLUTION 

A-Ll Heat 10 litres of water in a tank to about 75*^0. Remove sufficient 
quantity of hot water in a separate receptacle, add 3 "8 kg of boric acid 
to it, stir well and pour it into rest of the hot water, ^ Then add to the 
mixture 6*7 kg of borax and TS kg of monoammonium phosphate, and 
agitate well to ensure that all the salts have dissolved. Keep the 
temperature of the solution at 60-65°C. 

A-1.2 The prepared quantity will be normally sufficient for flame-proofing 
40 to 50 clothing suits at a time. 



ISt8990»197fii 

A.2. PROCEDURE 

A-2.1 Wash the clothing with soap and agitate with steam in a washing 
machine for 2 hours. Wash with water and remove as much water as 
possible. 

A»2«2 Then soak the clothing in the proofing solution. Keep the clothing 
well immersed in the solution. Soak for 20 minutes, then shift them to 
the drain board. 

A"2.3 Remove the clothing from the drain board to a centrifuge. Start 
the centrifuge ( speed I 000 rev/min ) and switch it off within 45 ± 5 
seconds. Remove the garments from the centrifuge and dry in the sun 
for 4 to 6 hours or in a drying machine, or in a room till dryt Iron the 

clothes if desired. 

A-2.3.1 The time of wringing the clothes is of extreme importance as 
excessive solution retained in the clothing has a deleterious action on the 
cloth and too little of it affects the proofing quality. 

A-2.3.2 The time of wringing has to be suitably changed if the capacity 
and speed of the .centrifuge are different from that specified (1000 
rev/min). 

A-2,3.3 The spent solution can be used again after regeneration to the 
specified composition. 
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